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GALA WEEK 

HIGH SCHOOL 

Class Of '13 Graduate* And Event 
Is Handsomely Celebrated 

BACCALAUREATE SERMON 
AND CLASS ADDRESS BY 
NOTED SPEAKERS 



SOCIAL FEATURES ENLIVEN 



This bat veritably been Gals 
Week for the Earlington Graded 
and High School, especially the 
Hi|(b School, for there has been 
graduated from that institution 
the Class of '18, the first class to 
finish the entire four years course 
in that school. And this is for 
the reason that only three years 
'of the High School work 
have been taught befoie this sea- 
soo. The graduates are, Misses 
Cornelia Fenwick, Agnes L\nn, 
Margaret Kemp and Mr. Kress 

Bis*. 

Tbe first fauctiou of tie «e< k 
was the baccalaureate sermon 
delivered Suuday evening a- (fee 
M. E. Church, South, by D\ S 
M. Miller, pastor of the Bro:id 
Way Methodist Chuich, L->ui-.- 
ville. The graduate?, fucully, 
members of the Board of B luca 
t ion and the pareuts of the gradu- 
ates occupied seats of houo-. 
Musio *hf rendered by a choir 
made op of singers from all the 
churches, assisted by an orcbet. 
tra composed of Meatrs Ellsworth 
Evans, Charles Webb, L. C 
Wiley and Mrs. W. K- Martin 
Dr. Miller's splendid address was 
received with marked attention 
by the large congregation that 
occupied every possible seat in 
the church. . 

Monday evening at Tempi* 
Theater an iuterestiug program 
was rendered, cousisting of school 
nnd iiome talent concert numbers 
aud the iligh School play, "The 
Legend of the Briar Hose." TIk 
theater was tilled aud the peopl- 
were appreciative aud enthusias- 
tic, giving numerous encores, 
which were responded to graci- 
* ouily. Prof. Loving rendered a 
selection ou the piano aud sever- 
al of bis pupils played solos and 
duets, one of the features of that 
part of the program being a duet 
by little MisBes Bertha Vanght 
and Elizabeth K*sb. The play 
was quite creditably given, 
though numerous and serious 
difficulties bad beeu eucuuntered 
i i its preparation, with illnesses 
of members of tbe cast and other 
obstacles. 

The First Commencement ex 
..ercises of the Earlington High 
'*'Bchool were held at Temple 
Theater, Tuesday evening May 
27th. The house was beautifully 
decorated with class colors and 
plants and cut flowers. Before 
the High School exercises came 
th« presentation of certificates of 
promotiou of Eighth Grade pupils 
to High School, the presentation 
being made by Prof. 0. E. Dudley, 
Superintendent of the school. 
Wheu tbe curtain arose for the 
graduating exercises there were 
Betted, in the order named, on 
the stage, the Board of Eluc i- 
tion, Messrs. I'aui M. Moore. K. 
L. Wise, Ernest Few ton, W. 
Ernest Hash and Dr. A. O. Sisk; 
the graduating Class of '13, 
Misses Cornelia Feuwick, Agues 
Lynn, Margaret Kemp, and Mr. 
Kress S:sk ; ihe faculty, trot. C. 
E. Dudlev, Superintendent, 
Misses Kath*rne Howard, 
Gmeva Hurfaker, Leila Wileou, 
C.m.lle Lickey, Kuby S.sk, 
E x«b»th Kemp, Genie Arm- 
strong. Hal" F . •> >• it aud Mary 
M .tbershead. 

Dr. K H. Crust held, President 
f Transylvania University, L*x 



, Ky., who delivered the 
class sddreM, and K v. Howard 
J. Braz^lton, who delivered the 
invocation, occupied central p<- 
sitinns. 

Messrs. KUworth Evans, L- (\ 
Wiley, and Miller Evans com- 
posed the orchestra, with cornet, 
clarinet and uiano, enlivened Ihe 
program with beautiful selections 
deligh- fully rendered. 

The program in full was as 
follows : 

raajsasa 

Music. "Dutch Kiddles". Orchestra 
Presentation of Certificates of Pro- 
motion of 8'h erade to High schorl 
Invocation 

Music, Tbe Palms, Padre Orchestra 
Oration, Patriotism . Mr. Kress Bisk 
Essay, Development of Literature 
Miss Agnes Lynn. 
Vocal Solo, A Winter Lulabjr. De 
Koven,. .Miss Cornelia Fenwick 
Acoompenlnd by Miss Lackey 
Class Will ...Miss Margaret K«-mp 
Music. Angela Serenade Orchestra 
Class Address' Dr. R. H. Cmssfl-ld, 
of Lexington, Ky. 
Presentation of Diplomas. Prof. C. 

. E. Dudley 
Music Larboard Watoh Orchestra 
Benediction. 

The first speaker, Mr. Kress 
Ssk, handled his subject "Patri- 
otism" in a pleasing way, show 
ing much thought in preparation. 

Miss Agnes Lynn rend her pa 
per on "D velopmeut of Litem 
ture" in a sweet, girlish manner. 

Miss Cornelia Fend wick sweet- 
W sang, "Winter Lullaby." 

The Class History, Will and 
Prophecy was given last, bv Miss 
Margaret Kemp in a distinct, at 
tractive raaouer, her original 
sayings and aroosing hits bring- 
ing much applause. 
— The- tWer girls: Little Miss 
Elinor Arnold and Sarah Beth 
Mother8head bestowed many bo- 
quets aud o'her gifts on the grad- 
uates. 0 

The address by Dr. Gros<tield 
was delivered in a happy vein, 
strong in argument and vigorous 
iults application, enlivened wuh 
anecdote aud ornamented with 
bursts of oratory. He comman- 
ded the interest and close atten 
tion of an audience that filled the 
theatre to the roof. 

After presentation of diplomas 
Paul M. Moore, ou behalf of the 
Board, spoke briefly %i to the 
school aud its work and the 
promise of the future, aud closed 
by presenting to each graduate, 
in the name of the Earlingtou 
Board of Education, a handsome- 
ly bound volume of choice litera- 
ture, appropriately inscribed and 
beariug tbe autograph signatuies 
of the members of the Board. 

The benediction was pronoun- 
ced bv R'V. Braz I on * 
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We, 41 



MEMORIAL DAT 



Miss Susan Marie Crutchlield 

Sweet Girl Graduates. 
A delightful social affair was 
the reeeptii n given bv Miss Sas- 
au Marie Cmtcbtield at her home 
on S.*bree"Ave. Thursday even, 
ing in honor of the graduate?.^ 
The guests were Mis-t s Aenes 
Lynu, Cornelia Fattwffk. Mir 
garet K»mp,M iry Snub, K «th- 
leeu Spillm in, Margaret Dudley 
an I L°n» Davig: Messrs Hal 
Thompson, Omer Wyatt, Kobert 
Merrihew, Robert Featherstou, 
Mr. Hurley, Frank Uiauoioaf, 
Eigar Arnold, Charlie D<rrah. 

A lively social time was speut 
by all, interspersed with sweet 
.music-. 

D.licious slraw berry icecream 
aud c»ke were served. 

The'guests reluctautly depart- 
ing at a late hour. 



For Sale 



Ooe new J.meH Buguy aod new 
get of Harness, for sale cheap, if 
sold this week. Aopl) — 

J. E FAWCETT. 



SCHOOL TAX NOTICE. 

Notice is hereby given thaf on 
the LQrh day of May, 1918 'be 
Board of Educttion of the Earl- 
iugt.m (iarded Common School 
Uistric, in Stated meeting lev- 
ied a school tax of tiftv cents (50) 
on the hundred dod irs of assess- 
ed ratuatiou of alt real and per- 
sonal property si'utt«d in the 
said (Jraded Common Schoo 1 Dis- 
trict, asstsed as of September 
1st., 1912. and'a po'l tax of one 
dollar and a half ($1.50) on each 
white male cit aen of twenty one 
vaMofat-e and over, residing 
within the l ounds of sal i Eu| 
inatoo C< mmou Graded S hod 
Difrict. 

W. E. Kish, tt cv, S-bod K .ard. 

wires Privilege. 
"That la tbe wife's privilege, " !•> 
marked tbe West Ham Clerk to a 
that his wUe 



Laurence Turner is fl'tng th|s 
switch englnest Atkinson this week. 

Hisses Olrtie and Mairxfe Cavah 
nets were »n Hnpklnavillf T horsdsji 
on business. 

Mrs. Jees Phillips, of St. Clurles 
was in this city Tuesday 

Mr. W. R. Cnyle. was in Pmvi. 
dence Thursday. 

Mr. Kirble O'Bannon Is off, sick 

Miss Maggie Cole, of Nashville. 
Tennessee Is visiting her sunt. Mrs. 
Callie Webb this week. 

Mr. Elliott Drake, of El Paso, Texas 
returned home Tuesday. 

Mrs. Susie Turner and dauirimr 
Wf re In MadisonvlUe Tuesday slmi - 
Ping. 

MissMarv Ellen Burk», has re- 
turned to her poet of duty with the 
St. Bernard store, to the delist of 
her many friends. 

Martin Ryan has accepted a rail- 
road position in Memphis. 

Mrs. Mollie Davis is vlaiting her 
daughter in Nashville this wetk. 

Mr. J. J. McClain. Is firing the 
switch eiiKlue In Hopkinsvllle this 
week. 

Mr. Elbett Drake, Jias returned to 
his home in A meat ill, Texas after 
several days visit. 

Mrs. Harriett Brownlng.spentSat- 
urrtav In 8t. Charles with Mrs. Je*a 
Phillips. 

Miss Girtie O'Bannon and Charts.' 
Trahen were in Nortouvllle Tues- 
day. 



r MINNESOTA'S MONUMENT 




Monument erected on Gettysburg 
battlefield in memory of tbe First Min- 
nesota infantry which made one of the 
greatest charges lu tbe history of 
warfare and turned the tide of battle 
at a most critical point 



Our Trouble. 
Dr. Orison Bwett Marden, discussing 
success in New York, said: "Kconoiuy 
Is tbe road to financial success aud 
people hi this Impatient age try 
be trip In 



To Be Observed on Sunday July 1st— 
fx-C V. and U. D C» 

Earlii.gtun Chapter U D C. and' 
B*-Oo«fe4*r«t« V-tar*u and Co. E. 
I'd Kentucky Re* , K. 8 O of Mad- 
Itonvilte will observ M-inorinl day 
at the (irlfi Fallows Cemetery near 
Manlannvllle. 8ii'ida> Jun< I Thpy 
will march from the Y. M. C. A. 
hulldinif hi 2:16. Tt' f will have 
ir 'od music and »<v»iral speeches 
will h»> madp. Eveiyhodv «ro and 
• <kf a bunch of fl iwers. 

Several <if the veterans will have 
the Cross of Honor confered on 
them. All friends of the cause are 
cordially invited to be present on 
this occasion. 



Widnei-day evening at N the 
haridhi me home of Mr. and Mrp. 
Brdtat JltgJl on S'-bree avenue' 
the Ltdies of the \' • , \\\ 
rUsh, Mrp. \, O. S >k, Mrs. E. L. 
Wise Mro. EViiP,t Ncwtou and 
Mrs. Stvl! » M. Kemp, gave a re- 
ception to the graduates, mem- 
bers of the Board and Teachers. 

The parlor aud diuiug room 
were prettily, and effectively 
decorated with the class colors, 
>ellow and white, with lovely 
boquets of white and pink Kil- 
arney resee. 

The indies received the guests 
in the hall, when all arrive!, 
guessing contests, riddles and 
liv< ly conversations were engag- 
ed in during the evening, moBt 
pleaaantly spent by all. Delic- 
ious brick cream, cake, nuts and 
mints were served- Each guest 
was presented with a white 
rose. Bflish liaht picture of 
the graduates, board and teach- 
ers was made. 
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Will be the cool- 
est place in town 
when the new 
fans arrive, and 
t h e ventelaters 
have been cut in 
the roof. 

Arangements 
have been made 
for a cooler of 
ice water, begin- 
ing June 1st. 

1. E. FAWCETT 



Door. 

▲ curious suit Is reported from 
Avignon. Franco It Is brought by an 
antiquary to obtain possession of tbe 
door of tbe city of Alan, which be bad 
bought. Poaaeaslon waa refused on a 
prior contract wltb anotber party, but 
tbla contention was discovered. Ai 
tbta stage it was discovered that an 
old agreement existed prohibiting tbe 
demolition of any part of tbe property, 
ffbla agreement Is now belna conteat- 
•4. and U la anticipated that tbe sale 



Madisonville Notes 



J. T. O'Bryan. of the Richland 
country was In the city Toesday on 
business. 

Mrs. Hugh Tapp, spent Tuesday 
with relatives in Hanson. 

Mrs. Henry Head, returned home 
Tuesday from a visit to friends in 
Hopkinsvllle. 

Mrs. Emma Morton, who has baen 
visiting relatives in Paducah for two 
weeks has returned home. 

W. 8. Wells and J. Dug Clarks, 
spent Tuesday and Wednesdav In 
Dawson on business. 

Will David, editor of the Provl. 
dence Enterprise spent Tuesday in 
the city on business. 

W. B. Lynch, of Richland was a 
visitor in the city Tuesday afternoon. 

Arthur Williams, of this city and 
Miss Kate Catten, formerly of Earl- 
ington were married in Henderson 
Tuesday. They will n.ake this city 
their future home. 

Harry Scott, who has been in 
Louisville for several days returned 
home Wednesday. 

Mesdames Frank Ramsev aud 
Minnie Cotton, spent Tuesday with 
relatives and friends In Hanaon. 

E. E. Blakely, formerly of this 
city and Earlington, now living in 
HopkiiihvUie spent Tueeday in the 
city with friends and ou business. 

P. D. Banks, of Earlington, was in 
the city Wednesday on business. 

Mrs. W. L. Oordon, Jr. left Tues- 
day for Madisville where she goes to 
attend the graduating exercises of 
the school were her son has been 
attending for the past year. He will 
deliver the valadier address. 

Robert Oough, of Morganfleld has 
accepted a position with the h a S. 
railroad at Atkinson Junction, bejntr. 
in ehargs oftiie engines at night. 

E. H. Peach, who has been in the 
Moving picture business herewith 
Waverlj Hibbs for some time has 
sold his interest and left here Wed- 
nesday for his former home in 
Memphis, Tennessee. 

John Carreli, of Coil City, spent a 
few days in the city this week. 

Judge J. R. Harrison, of Norton- 
ville was in the city Tuesday on 
business, 

W. T. Mills, candidate for couuty 
judtfe, speut this week in the woods 
in the interest ef his race. 

Miss Nell Barnes, of Louisville, 
who has been with Metcalf A Emer- 
son as trimmer left for home Tues- 
day much lo the regret of her many 
friends. 

Jobu Bergman, is working this 
week lu MorganSe'ld. 

Quite a large crowd ot young peo- 
ple left Wednesday for Pond River 
on a camping trip for the week. 
Chas. Whitfield, of the country 
tried by a lunscy commission at 
the court house Wednesday and aent 
to the Western Kentucky Asylum 
at Hopkinsvllle. 

Dr. W. A. Davie, of Mortons Oap. 
was in the city Tuesday. He left 
Thursday for Indianapolis to at- 
tend the automobile endurance 
races there this week of 600 miles. 

Clarence Jones, of Hanson, speut 
Wednesday mornlug in tbe city on 
business. Mr. Jones was burnt out 
lu his store at Ashbyburg a short 
time apo will soon reopen with a 
larger stock than ever, 

ival Hardwlck, left Wednesday 
morning for a visit to Iter pareuts 
lu Lexington, Ky. 

Mr. and Mrs.;Luthei Whitsell, of 
Blaughtervllle, spent a few hours lu 
the city Wednesday shopping and 
visiting friends. 

Mr. and Mrs. Henrv Beard, of 
New York city are visiting relatives 
in the city this week. 

Mrs. Clyde Ruby and mother Mrs. 
Emma Morton, .spent Thursday in 
Evausvllle shopping aud vlaiting 



MISS MITCHELL 
LEADING THIS WEEK 

Miss Margaret Mitchell, of this 
city, is again in the lead with 
Gertie Oaveness a dangerously 
close second. Miss Mayme Mc- 
intosh third, MissDovieBarnett, 
of Mortons Gap, fourth, Miss Bet; 
sie Oook, of Sf. Charles, fifth, 
Miss M«try Martin, Earlington, 
sixth and Miss Barbara Thomas, 
of Mortons Gap seventh. The 
contest is rapidly drawing near to 
close and some surprising changes 
are looked for when the final 
count is made. It is advisable 
for all contestants to put in their 
best licks and be ready with a 
big lot of votes for the fiuai. 
count. Remember every on© 
you can get to accompany yon ia 
good for 100,000 votes. Get busy 
now. 

CarllrMjton 



Miss Mary Martin 

Miss Margaret Mitchell... 

Miss Qertie Cavineaa 

Mise Mayme Mcintosh ... 

Madiftoofiille 

Miss NellDulin 

Miss Mary Ross 

Miss Versa Hart 

Morions Gap 

Miss Barbara Thomas 

Miss Dovle Barnett 

»t. Charles 

Miss Bessie Cook 

Miss Maude Jenkins 

Nortonvllle 

Miss Sadie Bethel 

MIbs Annie Marie Morgan. 

Hanson 

Miss Emma Asliby 

Miss Rnth Jones 



. . . 26H,01& 
. . 864,600 
. . 380.260 
. ..817,075 

...18,260 

8,100 

2,600 

. 224,240 
.281,460 



...268,180 
1,000 

... 21,000 
....12,900 

.... 8,500 
7,460 



FOR SALE. 
Good five room house, good 
water and out houseE. Price 
$900.00 Apply.toJ.E. Fawcett. 



"n cruse snrwrsT' 

The House-Sisters Association of 
Berlin was established not long ago 
to ennoble domestic service and to 
establish better relations between the 
employers and the employed. The as- 
sociation has a "Mother House" near 
the city, where girls are trained for 
services, situations being found foe 
them when competent. Those In 
charge of the home keep In touch 
with the girls after they have gone, 
out into the world to make their own 



L. &. N. TIME CARD. 



Time oi arrival of trams passing 
through and departure of trains 
originating at Earlington. 

Effective Sunday, Jan. 6, 1918. 

NORTH BOUND. 

No. 98 7.68 a. m 

No. 92 6.80 a, m. 

No. 62 11.18 a. in 

No. 94 8.00 p. m. 

No. 64 11.16 p.m. 

MOUTH BOUND. 



No. 99 

No. 68. 
No. 96*. 
No. 61. 
No. 98 



........ 



« • « 



..I. 



.9.46 p. m. 
4.80 a. ni. 

7.60 a. m. 

— 4.21 p. m. 
10.50 p. m. 



Master Otho Clark, is speuding 
several days with relatives in the 
White Plains country. 

Blake Adams, Ltmuie Klnley, 
Misses Morrow and Amanda VVIUou 
spent a few hours with campers m 
the Poud River oouutry Wednesday 
eveuing. 



"Ana how Is 
always declared that be 
footprints In the Bands el t 
"Tea. but unfortunately he got 



out 



INTER URBAN TRAINS. 

NOHTH BOUND. 

No. 106 h .on a. iii. 

No. 108 8.08 p. BO. 

No. 110 6.02 p. in. 

SOUTH BOUND. 

No. 106 7.06 a. m. 

No. 107 ...12.67 p. in. 

No. 100 8.10 p. m. 

No. Ill 6.10 p- OB. 



M. H. A. E. TIME CARD. 



M. H.A E. time card went into- 
effect Bunday. Jau. 6, 1918. 

No. 112 leaves 6:46 a. m. 

No. 118 arrives.... 8:80 p. in. 

I. C. R. R. TIME CARD. 



Time ot departure or Illinois Cen- 
tral trains from Nortouvllle, Kv. 

NOBTH BOIJNO. 

No. 102 1.28 p. w. 

No 104 3.80 a. in.. 

No. 122, local pass. 10.46 a ui. 
No. 186. local S.86 p. ui. 

BOUTH not NO 

No. 101 408 p. ui. 

No. 108 2.08 a. m. 

No. 121, loeal pass 1.28 p.m. 
No. 186 local i>aa« 5.68 a. m. 




**AUL M. MOOR 

coi row *no 
J. a. 




Kentucky Press 
Second District 




A i vert ising Rates 



Display Advertisements, 

single issue 16c per inch 
Locals and Inside Page*. 

Readers 10c per line 

Resolutions and Cards of 

Thanks 5c per line 

Obituary Poetry 6c per line 

Slight reductions on time 
contract display advertise- 
ments. Also locals that run 
several months without change 



Entered at the Earllnitton 
Post Office aa Second Clasa 
Matter. 



Friim,, May 3 , 1913 



ANNOUNCEMENTS 







COUNTY JUDGE 

"^Vt are authorised to announce R. 
B. Bradley as a candidate for re- 
flection as County Judire,' subjec; 
to the action Democratic- primary. 

Wo are authorised to announce 
William T. Mills as a candidate for 
County Judge, subject to the action 
ot the Democratic party. 

Vte are authorize i to amioonce E. 
D Morrow as a candidate for Coun- 
ty Judge of Hopkins county, subject 
to the action of the Democratic pri- 
mary. 

JAILER 

•We are authorized to anuouuce 
A. 0. Byrum as a c«nidate for Jailer 
lor Hopkins countv subject to ac- 
tion of the Democrat Party. 

We are Authorized to announce 
Ural Hanlwick as a candidate for 
the office of Jailer of Hopkins 
County subject to Hie action of the 
Democratic primary. 

We are authorised to announce the 
name ot Jack Howell for the office 
of Jailer for the offlue ofJailer of 
Hopkinscounty.subj-ct to the action 
of the democratic primary, Sat- 
urday August 2nd 1913. 

We are authorised to announce T. 
H. rtisk (Tomps) a candidate for 
ailer, subject to the action of the 
democratic primary, Auuust 2nd. 

We are authorized to anuouuce L 
O. H. Rodgers for the office of Jailer 
«>f Hopkius Cojnry, subject to the 
*emocrattc primary, Augu*t 2. 1913 

SHERIFF 

We are authorised to announce 
^Willis Rudd as a candidate for 
-Sheriff of Hopkins county, subject 
of the action of the Democratic 
party 

We 'are authorized to announce 
J. J. Crowder at a' caudldate for 
Sheriff of Hopkins County, subject 
to the action of the Democratic 
ternary. 

We are authorised to annouuoe C. 
S. (Dick) Williams aa a candidate 
for Sheriff, subject to the action of 
■the Democratic party. 

We are authorised to announce 
ntn Logan as a candidate for Sher- 
« of Hopkins County, subject to 
the action of the Democratic Pri- 
-anary. 

We are authorised to announce 
H. H. Grady, of Madiaonvtlle, Ky.. 
•as a candidate for Sheriff, subject to 
the action of the Democratic Pri- 
mary. 

We are authorized, to anuouuce 
J. E. Hlcklin as a caudldate for 
Sheriff of Hopkius county, subject 
to the actiou of the Democratic pri- 
mary. 

We are authorised to auuouuce 
Proctor Ashby as a caudldate for 
the office of Sheriff of Hopkins 
county, subject to the action of the 
Democratic primary. 
. We are authorized to auuouuce 
W. H. Parrish as a caudldate for 
Sheriff of Hopkius county, subiect 
to the actiou of the Democratic 
primary. 

We are Authorised to Aunouuce 
W. H. O' Bryan aa a candidate for 
tbe office of Sheriff of Hopkins 
county subject to the aotion of the 
Democratic Primary. 

We are authorlz-td to anuouuce B. 
•fi. Laffoou as a caudldate for Sheriff 
of Hopkius county, subject to the 
Action of the Democratic primary 
August and 1913. 

COUNTY COURT CLERK 
We are authorised to auuouuce 
m. B. Arnold as a candidate for 
Jouuty Court Clerk, of Hopklna 
•ounty, subject to the action of the 
.Democratic Primary. 

We are authorised to aunouuoe 
a/rank Brown as a candidate, for 
Ooauty Court Clerk subject to the 

^~n..., 1 1 iniuinl i.' Prlnikpv 

^CH'l u Ul HIV l»« iiiwwi »wv i i i ii i mi y . 

We are authorised to auuounoe 
J T. DATES, of the Curtail, aa a 
caudldate foi county court clerk, 
subject to the actiou of the deuio- 
cratic primary. 

We are authorised to auuouuce 
Jehu t*. Salmon aa a candidate 
for the office of County Court Clerk 
of Hopkius County, subject to the 
*ctmu of tiie Democratic Priuiarv. 



We are authorised to announc 
the name of Sam D. Langley, aa a 
candidate for the offloe of County 
Court Cleik subject to the action of 
the democratic primary. Saturday 
Auuust 2nd 1913. 

We are authorized to announce the 
name of Fred Hoffman as a candid- 
ate tor the office of County Court 
Clerk, subject to the action of the 
democratic primary, August 2nd 
1918 

BCHOOL SUPERINTENDENT 

We are authorized to Muonnci 
Cass L. Walker as a candidal- <> 
School Superintendent. «ul>iect > 
the action of the Democratic pi ' 
mary. 

We are aut'ionzed to announc L 
K. Ray as a candidate for School 
Superintendent for Hopkins County 

ubject to the action of the Deuio- 

ratic party. 

We are authorised to announce H 
It. Wheeler for Superintendent of 
School-, for Hopkinf County "suhject 
'o action of Democratic Piinmr.v. 
VugUHt 2 hI 1913. 

LEGISLATURE 
We are authorised to announc* 
iOY S. WILSON as a candidate for 
lie Legislature from Hopkins com - 
iv, subject to the Democratic pi I 
mary August, 191S. 

We are authorizes to announce 
John G. B. Hall as a Candidate for 
OatsUtare of Hopkins County. 
Subject to the action of the Demo- 
cratic Primary, August Sad., 1918, 

COUNTY ATTORNEY 
We are authorized to announce 
G. W. Sypert as a caudldate for re- 
» leotton as county Attorney subject 
to the actiou of the Democratic 
Primary. 

We are authorized to announc- 
tbe name of Ed L. Youug for ihe 
office of county attorney, subject to 




Monument erected on the Hattl ili ld 
ot Gettysburg to the famous "Iron 
Hrlgade," known In the records as tbe 
"Ifth Wisconsin volunteers, First 
brigade, First division, First corps. 



PENNSYLVANIA'S TRIBUTE 



the action of the Democratic party, <>' Gettysburg to the Seventy-second 

Pennsylvania Infantry, which occupied 
tbe Stone Wall and assisted in repul 



August 2, 1913. 

ASSESSOR 



We are authorised to annouuee 
Rev. W. N. Clark for the office of 
Assessor of HopkinsCounty, subject 
to the action of the Democratic pri- 



mary. 



MAGISTRATE 



We are authorised to anuouuce 
James A. Parker for the office of 
Magistrate- of the second district 
subject to the actiou of the Demo- 
cratic primary August 2nd 1913 

We are authorised to announce 
Enquire James Priest, of this city 
for reelection for the office of Magis- 
trate of the Second District primary 
to be held Saturday August 2nd. 

FOR CITY JUDGE 
We are authorized to aunounce A. 
J. Beunett as a candidate for Police 
Judge of the city of Earlington, Ky. 
Subject to the actiou of tho Demo- 
cratic primary. 



Vauity Fair Beautifver for 
Lidies and Geutlemau. Vanity 
Fair Beautifyer is the best tkin 
food and beautitier ever kuowo. 
Use one bottle and be couvinced. 
Makes au ogly, putnpy skin 
smooth and pretty. Cost 50cts 
per bottle. Use one bottle and 
be convinced. 

For sale by Mrs. F. P. Gianniani 
Earlington, Ky. 

•00-Y.er Old Church. 
The nine hundredth anniversary of 
tbe opening for service of the Church 
of Oreeasted, Essex, built of oak trees 
split la half Afty-four years before the 
Norman conquest, occurred recently. 
A special celebration Is 




NEW 
MODEL 





STANDARD 



Typewriter- 



We Guarantee 



That the Royal Standard 
Typewriter is made of the 
highest grade ma'erlala ob- 
tainable aud by the most skill- 
ful workmen money can hire. 
That It win do work of the best 
Quality for a greater length of 
time at les» expense for upkeep 
than anv other typewriter, re- 
gardless of pi Ice 



If you seek up-to-datenets in typewriter improvement, the New Model 5 Kuyal 
offers the Two Color Rihbon device, Tabulator. Back-.Spacer. Tilling Paper 
Table, Hinged Baper Fingers— and other features (many exclusively our own) 
which places the Koval unquestionably in the lead* 

If simplicity and durability of construction are uppermost to-voii. reni.ml.er II e Royal bat le»s 
parts, aud less weight than other standard .typewriters. whii« Its strength an I »t mtlne.s are 
such that a Roy si Typewrite has never yet worn out in reasoi ah'e s«rvlc»\ 

If you judge a typewriter hy its actio-., you will And in the Royal a nelteaay ami Itffbtl e'» f t' nch 
combined will: perfect allitnment and marvelous mai.if< Itluiu I ower. whic 1 will me, t ti,< U o»t n- 
actinir requirements. 

Old mistakes avoided, ami new effl -lency added, In the Royal, bat »* prove out atetetn 1 • on il 
find ti e proof It.terestinK. 

'Phone or write tor "The Royal Book" and Free Demonstration, of the New Model S 
Price $7S.-Same as for Model I, witk tabulator. />'• Exttas. 

Royal Typewriter Company 

J. C. f AWCETT, local A S cr>t. 

Earlington, - Kentucky. 
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HIGH WATER MARK" OF THE CIVIL WAR AT GETTYSBURG 



Monument erected on tbe battlefield 



sing tbe Confederate forces at Bloody 
Angle. 



GEN. REYNOLDS' MONUMENT 




Monument erected to tbe metaory of 
Maj. Gen. John F. Reynolds, who wss 
at the 




Asbeetoe. 

Asbestos Is a mineral of a fine 
fibrous character, tbe fibers being 
easily aeparated, elastic, flexible, and 
of a whitish gray color. It is com 
poaed chiefly of silica, lime, magnesia, 
tad osyde of iron The ancients con 
verte<! it into a kind of cloth, in which 
they wrapped the bodies of their 
while preparing 
pile; the cloth being indestructible by 
Are. enabled them to 

Asbestos is foun 
In Corsica 




to 

To 

some yellow 
the linen, then 
ana and nib that In also. Lay the 
linen on the grass and as It dries wet 
It again and again until the mildew 
disappears. Another way Is to mix 
soft soap and powdered starch with 
half tbe quantity of salt and the Juice 
of a lemon Apply the mixture with a 
brush and lay the linen out on the 
grass for a few 
stain disappears 



; engineering" has 
queer sound, but out In Washington 
the lumbermen Insist that they need 
It In the state university In their busi- 
ness There are possibly In some 
eastern colleges professorships mora 
Impressively titled that are not of as 




This picture shows a view looking south to Kound Top. Webb's 
ilnd a stone wall that lncloaed the clump of trees beyond the 
Pickett's division of Longstreet's Confederate troops 



, Plot in tbe right „ 
was Just this side of the bill In the background. 



r 1 , ■- - s 

Stevenson's Criticism. 
Robert Louis Stevenson one* went 
to hear Charles Halle play the plaao 
at the Quean's hall. After the per- 
formance Stevenson, In his black 
shirt walked In silence out Regent 
.treet to Oxford circus. He stopped 
st Oxford circus and. in a alow, 
meditative voice, pronounced this 
excellent criticism on the Itogllsh 
musician he had, heard: The man 
ner ot the elderly statesman at the 
plaao wai 



Peppercorn Rent. 
Mr. Staveley Hill. M P., was at 
Bushbury paid a peppercorn as rent 
The berry was placed in an envelope 
and banded to Mr Staveley Hill dur- 
ing a visit he paid to the old village 
school. In handing over tbe receipt, 
be remarked that he was probably 
the only man In England who received 
such a payment In kind. - -Londou Te> 



This coupon 

Is good for 25 votes ii The Bee's Mammoih Cave 
Diamond Ring Contest 

Miss 











Not good unless voted on or before Tuesday 
June 20. 



Names snd Faces. 

Shw— "it seems strange that you did 
sot remember my face and yet you re- 
member my name." He (awkwardly) 
—"Well, you know, jMgj have an at 
tracUve sort of name!" 



Not Like the National Game. 

Oeraldlne — "Did you ever play kiss- 
ing games T" Gerald — "Yes, and I re- 
member them aa games that didn't 
have to be 
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Stunningly Styled Suits 

Summer Suits $15 to $25. 
For Men and Young Men 

English and American models, 
loose woolens, serges and finish worst- 
eds all ltyle mixtures checks and striped 
eftiects, full lined, half and quarter lin- 
ed, two and three piece sacks or Nor- 
folk*. The greatest, best and most 
reasonable priced assemblage ever 
■hown in the Middle West. Yours to 
select from personally or order from by 
mail. ' Ground Floor" propositions 
to you in summer shirts. neckwear.straw 
hats.capt and osffrds 

OUR PARCELS POST PROPOSITION 

W». will tratmmlt l\v Paroe'ls Post, fre* 
• if charge to you all purchase* from one 
nunc* mi »l»»vn pound*. TM« applies t<> 
i.rdHt« received In any department ol our 

tore. 



V 

A. 




ORDERS SENT- PROMPTLY, 



PARCEL POST AT 
^OUR EXPENSE ^ ^-^TeC 

SttWD RAILR0f\D ^ 
Wmerchan 




The man who whispeii down a 
well 

About the things he has to sell 
Will never reap a crop of dollars 
Like he who climbs a tree and 
" hollers »* 



VETERANS TO MEET 
ON BATTLEFIELD 



Big Reunion of Survivors of Civil 
War at Gettysburg on 
July 1. 



40,000 EXPECTED TO ATTEND 



to 



Were the 



News of the Town 



What Did The 

Woggle-Bu? $ai| 

HENDERSON Rumi.ipn College 
I incorporated 
Henderson, Kentucky. 

Course.*: Bookkeeping, Shorthand, 
Typewriting. English and liru- 
School. I) iv and evening session* 
All instruction individual. Enter 
any time. 

The Enlscopals of Madisonville 
are to hare a new church very soon 
Enough money bat been subsorlbed 
to make the building of It an aeaur- 
ed fact and the work will commenc < 
in a short time. A lady or the de- 
nomination lu Liuitvllle gave to 
Rev. O. V. Xbbitt. while he wae 
there laet week. $500 00 That with 
what he had on baud uiakae It »o he 
can oommenoe ou It at once. 

All the people of the city that 
went to Chattanooga Monday will 
return home tonight or tomorrow. 

Dan Wll.on of the Hustler OttU-H 
was It the city yesterday arteruoou 
'in i lie interest or the Orea; Hopkins 
Comity Fair that will open the Ore t 
week in August. 

Misses Matha Rachel Kleniletir 
and Mary Sm'th or F<>rdsvilie are 
visiting Miss Agnes Lynn for a tew 
day* i his week. 

Mr- G<-orge U, Atkinson aud Mn. 
F. D. Rash spent yesterday alter 
noon in Madisonville with rriends. 

The rail road boys, that went fish- 
ing Ian week at Small House have 
returned home and report very poor 
luok Indeed. 

ALMA CORBITT, Photographer 

Thatent meeting near the Geuer- 
•1 Baptist Cnuroh ta gettlug along 
flne. Mr. ! -wis Is a member <>r tbe 
Mc Kindree Methodist church In 
Nashville, Teuu. He was born In 
China, his mothor being a full Chi- 
nese woman and his rather an Irish- 
man. He has a flue voice and Is a 
stood sluger. Mr. K mi has been au 
Evangelist for seveial >ears. He tea 
native or Nashville, Tenu. They 
both bring the best of reooommniirf- 
atlons rrom every where they have 
been. 



Mrs. N. I. Toombs and two chlld- 
rsj and Mm. A. O. Hif-k will l^ave 
j In a day or two to visit their sister, 
Mrs. Bergls Wise for a few wtfrlt*. 

Mrs. K. M. Salmon of limey was 

hi the city a few hours yaster- 
' l».iy afternoon enrnute to her home. 
^>Mi Hiiaiiir- f. \V. Lester and Kate 
| Withers r» turned home yesterday 
| afternoon from Owensboro where 

tl ey l ave been attending a meeting 

of the Rebekah I.o. O. F. a« dele 

gate* from this, lodge. 
Mrs J. A. Broome or K-owah. 

Tenn i* visiting the family of Mrs. 

J. A. Reuirow a few days. 

Miss Mtttle P*rker.;«p«nt WsdtSi- 

day morning in Madisonville with 

trlends. 

Mrs. John Hainby, made friends 
and relatives lu the c unty « -at a 
vieit Weduesday morning. 

Mr. and) Mre. Harry Bramwell. 
speut Wednesday lu Evausville on 
husluess and shopping. 

\/G. H. K'ng and foals Lewis, who 
l ave been lu Madisonville for two 
weeks holding a meeting under a 
tent will come to this oity tomorrow 
and commence a series or meetings. 
Mr. King is rrom Tennessei and Mr. 
Lewis wae born in China and has 
been in this country only a few years. 
He Is a good singer and they have 
met with much| *uco»ss in their 
meetings throughout the country. 

War.. West was conductor on the 
loterurbaii while conductor Bram- 
well was oil a day or two this week. 

Wrr (Pete) Clark, or White Plalufc 
hae organised a Brass Band in Mor- 
tons Gap and will have practicing 
twice a week. Mr. Clark has been 
in the West for the past few years 
and played In several organizations 
in that part of tbe country atid le a 
floe musician. 

H. 8. Slsemore, left Wednesday 
morning tor a business trip Ml the 
mines near Providence. Mr. Slse- 
more is assistant State mine In- 
spector 

0. J. Hutcheson and Joe Huff, 
made a business trip to the county 
seat Wednesday morning. 

Mi. and Mrs. Fra; k DeVyfder, r» - 
turned home Monday from a visit to 
friends and relatives in Paducab. V 

Joe GrinTi left Wednesday morn- 
ing tor a visit to relatives in Wheat- 
croft. > 

W. 8. Wriaht, of Duster Texas, 
will arrive in the city lu a short 
time to visit his brother Doe Griffin. 

W. S. Dulin, was an early visitor 
in the city lu his automobile Wed- 
nesday morning. 

Mrs. Joe Mothersbeai whois visit- 
ing her mother In Madisonville was 
in the city a few hours Tuesday 
afternoon. 



HOT BISCUIT, 

hot cBkos, mado 
ROYAL Baking 
are doiiciou*, 
ful 



Memorable by His- 
toric Conflict. 



By EDWARD B CLARK. 

WASHINGTON. — I Hiring the 
first four daya of July the 
battlefield of Gettysburg. Pa, 
will again be tbe scene of a 
meeting of the "Blue and the 
Gray, but this time they will meet In 
amity and affection. A half-century will 
have passed since last these men of <two 
great American armies met on this 
northern field. Then they were face 
to face In deadly conflict, for the Issue. 
It wae well understood to both con- 
tending forces, was the success of the 
southern cause, or the beginning of Its 
defeat, to be followed by .the restore 
tlon of the Tnion as It had been before 
the Brst shot was fired at Fort Sum- 
ter. 

The United States government and 
the government of nearly every state 
in the Irolon have combined to make 
the Gettysburg reunion of the soldiers 
of the north and Boutboneof the great 
peace events of the century. The state 
of Pennsylvania some time ago ap- 
pointed a "Fiftieth Anniversary of the 
Rattle of Gettysburg commission" to 
make preparations for the four days' 
reunion." at which Pennsylvania as a 
state was to act as boat to the vet- 
erans of the war between the states 
and to the thousands of visitors who 
would follow their march to the field 
of battle^and appropriated $160,000 for 
tbe purpose of -entertaining the vet- 
erans. 

40,000 Veterans Expected. 

It is expected that 40.Q00 veterans 
of the war, not all of them, however, 
survivors ol the Gettysburg battle, will 
be found encamped upon the field 
when reveille 'sounds on the morning 
of July 1. .It will be a different re- 
veille than that which the life and 
drum corps of the two g.eat armies 
ounded firty years ago. The call to 
awakening will be a call to a peaceful 
celebration while the call, to tbe awak- 
'ening in July, 1863, was a call of 
armies to conflict and, to thousands of 
men, a call to death. 

For years the veterans have been 
looking forward to this reunion. It is 
probable that there will be present 
many thousands of survivors of the 
battle. The United States government 
under an act of congress has appro- 
priated money for the preparation of 
the camps and for the messing of the 
soldier visitors. The average agj of 
the men engaged in the Civil war was 
only elghtssn years, but fifty years 
bavs passed since these soldier boys 
fought at Gettysburg, and so if the 
computation of age was a true one the 
average years of the veterans who will 
meet In Pennsylvania in July will be 
about sixty-eight years. Many of them, 
of course, will be much older and a 
good many 'of them, men who entered 
at ages ranging from fourteen to sev- 
enteen years, will be younger, but all 
will be old men as tbe world views 
age. 

Many of the states of the Union, 
north as well as south, have made ap- 
propriations to send their veterans to 
the Gettysburg reunion and to pay all 
other expenses. The battle of Gettys- 
burg la recognized as the turning point 
of tho war between the states. It has 
been called time and again one of tbe 
decisive batftes of the world. Gener- 
ally it is recognized that Gettysburg 
decided the great conflict, helped in 
the decision probably by the fall of 
Vicksburg on tbe Mississippi, which 
•ook place virtually, at the moment 
that the conflict on the Pennsylvania 
held was decided in favor of the north- 
ern arms. 

The preparatlor.3 which the govern- 
ment Is making to care f for the veter- 
ans at Gettysburg are interesting. 
They have been under the charge ot 
Jamea B. Aleshire, quarterm »ter gen- 
eral or the United StateB army, and 
leury U. Shsrpe, "o-nmlssary general 
f th». United States army. Two years 
go last March 14,000 regular troops 
were gathered in c; nip at Texas. Tbe 
health of the soldiers throughout the 
Texas encampment was almost per- 
'ect, made so by the plans which had 
urn carefully laid to see that perfect 
sanitation was maintained. The Unit- 
ed States army was taught a lesson 
jy the Spanish war, when lack of 
proper sanitary precautions and unpre- 
In other ways cost the gov- 
t the lives or more men than 
sacrificed to ths bullets of the 
Spaniard 

Tho estimates of the commissary 
and quartermaster authorities are 
based upon an attsndancsof 40.000 vet, 
erans. It probably will cost the gov- 
ernment about 1*60,000 to act in part 
as host to ths survivors of ths battle 
and other veterans who attend ths 
Gettysburg reunion. 

•Ig Task to Feed Msn. 

Ths survivors of ths war from the 
north and south who will be present, 
being old men, must be cared for In 
a way which would not have bean nec- 
essary fifty years ago. The messing ot 
ths veterans will require 400 army 
ranges, 1 great field bakery, 40,000 
mess kits. 800 cooks, 800 kitchen help- 
ers and ISO bakers. This helping per- 
sonnel will be required to be in cams 
for at least seven daya. and man, of 



them for a longer period, for the pur- 
pose of Installing the field bakery, the 
field ranges and in dismantling, clean- 
ing, packing and storing material after 
the encampment Is over. 

The old soldiers are to be supplied 
with fresh meat directly from refrig- 
erator cars drawn upon ths field They 
will be given fresh vegetables and spe- 
cial bread with the best coffee sod tea 
which the market affords. Por them It 
will not be a 




of Gettysburg 

a large sum of money at Its disposal 
for the sntsrtalnmsnt of the visiting 
veterans, and the thousands of persona 

who will accompany them. Hospital- 
ity la to mark the days. Fifty years 
ago Pennsylvania aided In the work of 
repelling the visitors from ths south. 
In sarly July next the same state will 
have Its arms wide open In welcome 
to the men wearing ths gray. Enter- 
tainments of various klnda will be of- 
fered tbe visiting veterans, but it ta 
pretty well understood that their deep 
interest In revisiting the scenes where 
they fought. Little Round Top, Oak 
Ridge, Cemetery Hill, Culp'e Hill, 
Rock Creek, the Stone Wall and other 
places will hoM them largely to the 

sonal reminiscences. Arm In arm with 
the Union soldiers the Confederate sol- 
diers will retramp the battleground. 
They will look over the field of Pick- 
ett's desperate charge. They will re- 
trace the marching steps pf Long- 
street's corps. They will go to the 
place where Meade had his headquar- 
ters and to the place from which Lee 
directed his southern forces In battle. 

Pennsylvania is going to make a 
great celebration of peace of this fif- 
tieth anniversary of what probably 
was the decisive battle of the war, al- 
though it waa fought nfarly two years 
before the war ended. Other states 
wlp help Pennsylvania in Its work, and 
from every section of the country, 
north, east, South and west, the v t 
orans will assemble, most of tbem 
probably to see for the last timl- In 
life the field upon which they were 
willing to die for the sake of their re- 
spective causes. 

The veterans will not, be directly en- 
camped in the Gettysburg park, which 
is dotted with luouuments to the vari- 
ous commands which took part in the 
light and which is laid out in approved 
park fashion, with fine drives and" 
beautifully kept lawns. There will bo 
two camps, known as No. 1 and No. 2. 
\u. 1 will cover 149 acres and No. 2 
will cover 44 acres. The layouts of 
these campS are based on the use of 
conical tents, each of which will, with- 
out crowding, accommodate eight per- 
sons. Inasmuch as accommodations 
are to be furnished for 40,000 visitors 
5,000 tents will be required to give 
quarters to the visiting hosts. 

Visitors to Be Cared For. 

Every possible care is to be taken 
of the visitors. The sanitary arrange- 
ments which have been made are said 
to be the best that are possible and 
they are the result of careful study by 
medical officers of the service. All the 
experience of the past has been drawn 
upon to make it certain that the health 
of the veterans will be conserved while 
they are In camp. 

With so many thousands of Old sol- 
diers In attendance, and taking into 
consideration the probability that the 
weather will be warm, it is expected 
that there will be sickness, but the 
United States government and ths 
state of Pennsylvania are preparing 
for a hospital service which shall be 
adequate to any contingency. There 
will be hospital corps detachments 
present ready to render first aid to 
the injured, and there will be many 
field hospitals with surgeons in at- 
tendance, where the sick can receive 
instant attendance. 

It is said that this contemplated re- 
union • has induced more interest 
among the old soldiers of the north 
and the south than any event whlcb 
has" happened since the day that the 
war closed. There is today at Gettys- 
burg a great national park, in which 
is included a cemetery where thou- 
sands of soldier dead are buried. Tbe 
United States government and the leg- 
islature of Pennsylvania worked to- 
gether to make a park of the battle- 
field and to mark accurately every 
point in it which has historic Interest. 
When one goes to the field he can tell 
just where this brigade or that bri- 
gade was engaged, just where this 
charge or that charge was made and 
just where the desperate defenses of 
positions were maintained until the 
tide of battle brought either victory or 
defeat to one of the immediate 




A Steel Refrigerator 

is more sanitary, won't 
swell, shrink or warp, is 
economical because it con- 
sumes less ice. There are 
no seams or joints to har- 
bor dirt or germs. 

Investigate this steel Re- 
frigerator before buying. 

C. A. 
MORTON 

Madisonville, Kentucky 

Furniture, Carpets, Lace Curtains and Draperies 
FUNERAL- DIKEOTOR AND KMBALMER. 
Licensed Agent, for HO0SIER KITCHEN CABINETS 
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IB. M. SLATON 

UNDERTAKER 

Funeral Director. :: Licensed Embalmer 

Answer all cp.IIw IDety or INI i K t * t 
NEXT DOOR TO POST OFFICE. 

\* • ■ ■ i •_. ^ • • :•. *f 

Residence Phone 124-3 
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Office Phone 124-2 
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It was In 1896 thst 
liehed a national park at Oettysburg 
and gave the secretary of war author 
lty to name a commission "to superin 
tend the opening or additional roads, 
mark the boundaries, ascertain sad 
definitely mark the lines of battle of 
troops engaged, to acquire lands whlcb 
were occupied by Infantry, cavalry and 
artillery, aad such other adjacent 
lands as ths secretary of war may 
deem necessary to pressrve the impor- 
tant topographical features of ths tat, 
tleneld." 

When the Union and ths Confeder- 
ate veterans reach Oettysburg on Juns 
30 next they will find on the scene of 
the old conflict between Ave and sis 
hundred memorials raised is oosjmsm 
oration of the deeds of their com 
mands on the great fields of the 
sylvanta battlefield. There are, 
over. 1.000 



to 

nate historic spots. There Are great 
towers built upon the Held by the gov 
eminent so that bird's-eye views can 
be obtained of the entire scene of the 



have been 
and everywhere atteuUon baa 
bean paid to every detail of ths leas! 
importance In setting forth ths history 
or one of ths greatest tattles ever 
known to warfare. 



Mrs. A. <). Davidson and son. speut 
Tuesday afternoon in .Madisonville 
with friends and ou business. 

Miss K<Uhenne Victory, spent 
Tuesday afternoon in the county 
seat with friends. 

Mrs. W. K. Nesbit, made friends 
in Madisonville a visit Wednesday 
afternoon. 

Mrs. Grace Williams, spent Tues- 
day afternoon in tbe county seat. 

Mrs. EJ Rale, made friends and 
relatives in Madisonville a visit 
Tuesday afternoon. 

Dr. A. O. Siak, was in the oouuty 
seat Tuesday on business. 

Curtis Good, ulgbt clerk at Nixous 
was lu Mtdisonvllle Tuesday arter- 
noou. 

W. D. Caveuess aud crew or pipe 
men are repairing tbe water pipes 
or. railroad street near Main. 

Train No. 52 pulled out a draw bar 
between the day coaebes, between 
this city and Mortons Tuesday mak- 
ing them some late. 

Misses Gertie and Margaret Cava, 
ness, apant Thursday lu Hopkins- 
villewith trieuds and on business. 

Tbe Rev.G. C. Xbbitt, who has 
been tbe Episcopal minister here 
and Madisonville for several years 
will commence In a short time to 
erect a church at Madisonville. He 
has almost enough mouey to build 
it aud what lacks will be made up 
among th« members here and Madi- 
sonville. Tiie members of this 
ohurch at these two towns hare 
wauted a building for some time and 
seem lu a fair way to get it. 

Miss Hasel Kawcett.left N ur»day 
mirnlug for a visit lo friends in 
Wa|tou, Ky„ for a few weeks. 

Miss Geneva Hutlaker, left yes- 
terday uiorniug for a visit to rela- 
tives In Lawrence for a few weeks. 

K. L. Wiss and R. B. Salmon, 
spent yesterday in Guthrie on busi- 
ness. 

Mesdames Gilbert Long and Klgle 
Geodlos, speut Wednesday aftei- 
noou in Madisonville with frlsnds. 

Miss AunaPaluoer.of Howell, Iud . 
is visiting frleuds in tbe city this 
wsek. 

J . K. Leslsr, Stock Claim ARent 
for the L. A L. was in ths ottv Wed- 



Little Miss Katherine Stone, of. 
Madisonville spent Wednesday 
afternoon visiting her sunt Miss 
Minnie Goodell. 

Orlean Downing, who has been 
off duty at Barnetts stable for a few . 
weeks on duty ou the Jury is again 
back at work. 

TheCusick Art Studio of Mad- 
isonville has a very fine display 
of work iu the windows of tbe 
Idle Hour moving picture show. 
Mr. Cusick learned his business 
under one of the best artists io> 
the entire south, his uncle, Mr. 
Ccsick, iu Louisville who ha3 a 
reputation all over the country. 



THROW OUT THE LINE 



Give The Kidneys Help and Many Earl- 

' ington People Will Be Happier 

% . . _ 

"Throw Out The Life Line' - 

Wesk kidneys tieed help. 

They're ofteu overworked — don't 
get the poison filtered out of the 
blood. 

Will you help them? 

Doau's Kidney Fills have brought 
beueflt to thousands of kidney suff- 
erers. 

Read this Princeton case. 

Mrs. E. Keeling, HopkiusvilU 
Road, Priucetun, Ky., savs: ' Some 
years ago I was laid up in bed by au 
accute attack of kidney trouble. I 
had severe pains iu my back and 
shoulders aud rheumatic twinges 
through my whole body. I was usr- 
vous aud my sight was affected. 1 
tried many remedies but none gave 
any relief uutil a friend advised ma 
to use Doau's Kidney Pills. They 
were the ouly remedy that gave me 
any relief, whatsoever." 

Por sale by all dealers. Price GO 
cents. Koster-Milburn Co., Buffalo 
New York, sole agents for the Uultsd 



Remember the name — Doau's — 
aud take no other. 



FOR SALE 

Good Miloh Cow and calf. Uivee 
6 gallons of milk a day. 
A. G. Draper, Earlio 



ueoted with his department. 

K Rash wssln Madisouvills Wed- 
nesday afternoon ou busluess con- 
nected with ths New Commsrcial 
Club. He being a member or ousof 
the committees. 

Win. Shsrriil, traveling for tbs 
Butler Paper Company was lu ths 
city Wednesday aftsruoou ou busi- 
ness. 

Judge C. C. Owell, speut Wed- 
a» his farm uear A»tou. 



VincentVsnnoy 

Sam Vauuoy. of tbe St. Bernard 
stable fores and Miss Maggie Vl«- 
cent of this city, married yesterday. 
They will make this city tbeir fu- 
ture home. 

Commence to swat tbs fly uow. 
Dou't wail until ths house Is full of 
them. Commence before they get 
ths upper haud of you. 

Candidates from every where aud 
going every where ars iu ths oily 
evsry day asklug your suppert and 
promlsiug you that they will make 
ths best officer the county has ever 
bad. 





I 



ONE LOT OF 

Men s Low Cuts 

worthifrom $3.00 to $5.00, sizes 6 
to 11, during this sale 98c, 



ONE LOT OF 

Ladies Low Cuts I 

worth from $2.50 to $3 50, sizes 3 
to 8 during this sale 88c. 



Starts May 31 ei 



east® 20 



§ 



Here are a Few of our Many Low Prices 



Clothing for Men 

and young Men 

$2.98 
S3.98 
$4.98 
$5.98 
$7.19 
$8.24 
$9.89 
$1 1 .24 
$1 2.48 
$14.48 



Men's $6.50 Suits 

during this sate - • ■ 
Men's $8.50 Suits 

during this sale • • 
Men's *10. 00 Suits 

during this sale.. . 
Men's $12 50 Suits 

during this sale. . . 
Men's $15.00 Suits 

during this sale. • . 
Men's $17.50 Suits 

during this sale - • • 
Men's $20.00 Suits 

during this sale. . 
Men's $22 50 Suits 

during this sale. . 
Men's $25. oO Suits 

during this sale. . 
Men's $30.00 Suits 

during this sale • . 



Suits for Children 



SIZES 3 TO 17 
Knickerbocker Pants in straight and 

Norfolk styles 
Boys' Suits worth $2.00 GO ft 

sale price wOv 

Boys' Suits worth 

$2 50, sale price . 
Bovs' Suits worth 

$3.00, sale price 
Boys' Suits worth 

$4j50, sale price 
Boys' Suits worth 

$6.00, sale price . . 
Boys' Suits worth 

$7.50, sale price. 
Boys' Suits worth 

$10 00, sa)e price. 



$1.19 
$1.69 
$2.48 
.3.24 
13.98 
14.89 



Ladies' Skirts 

*5.00 and $6.00 Skirt-* 4»« QQ 

sale price 3>COO 

$7.50 and $9.00 Skirts d»Q QQ 

sale price ^OavO 

0 Skirts 



$10 and $1 1.50 Skirts 

sale price 

*12 60 and $15 Skirts 
sale price 



$5.98 



Boys' Hats 

( >ne lot Boys' Hats worth 50 QQ 
I udtTSc, sa'e price WWU 

Dress Goods 

IfefUltJ 25c and 35c L>ros AA A 
Goods iO all colors price CCQ 



Regular 60c D ess goods 
sale price 

Lawns 

5c and 6c Lawns 

sale price 

10c and 12c Lawns 

sale price.. 



Men's Pants 



75c Men's Pants 

sale price 

$1.25 Men.s Pants 

sale price 

$2.00 Men's Pants, 

sale price 

$3.00 Men's Pants, 

sale price 

$4.o0 Men's Pants, 

sale price 

$3 00 Men's Pants, 

sale price 

S6.0O Men's Pant--, 

sale price 



48c 
79c 
$1.19 
SI .89 
$2.48 
$2.98 
$3.48 



Men's Furnishings 



Men's 50c Work shirts 

sale price 

Men's 50c Dress shirts 

sale price 

Men's 75c Dress shirts 

sale price 

Men's $1.00 Dress shirts 

sale price 

Men's $1.50 Dress shirts 

sole price*' 

One lot of Boys' work shirts 4 
worth 35c sale price I vv 



38c 
38 c 
49c 
79c 
98c 



Our entire stock of 25 and 
35c suspenders sale price. 



Ladies' Hose 

Regular 50c Silk Hose 
sale price 

Regular 25c Silk Hose 
sale price • • • 

Regular 25c Lisle Host- 
sale price 

Regular 15c Hose 
sale price 

Regular 10c Hose 
sale price 

Children's Hose 
sale price 



Men's and Boys' 

Straw Hats 

A big line of Men's and Boys' Strow 
Hats at HALP PRICE. 



Suit Cases 



One lot of 8uit Cases 
during this sale 



Corsets Corsets 

Regular 75c Corsets, AAg* 
sale price "flC 

Regular $1 00 Corsets *7Qf% 

sale price I vv 

Regular $1 50 American Beaut v Cor. 

***** 98c 



price. 



Silks Silks 



Regular 25c and 35c Silk in Aft. 

all colors, sale price • • bhC 
Regular 50 • Mlk OQtf* 

sale price. OOv 

Regular $1 25 Black Tafeta 
Silk, sale pri:e I wC 



Dry 



Goods 

Standard brand Calicoes, all colors 
and shades, during thi Q' 

sale per yard W2V 

Yard wide Brown Domestic, 

sale price. - WW 

Hope Bleache s yard wide ^1^* 

sale price per yard f 2U 

Yard wide Bleached Domes-. Qtf» 

tic, sale price W4U 

I2£c and t5c Dress Gingham, Q~ 

during this sale Ww 

10c and 12c Dress Gingham, 

sale price, per yard OC 

One lot Dres- Gingham, reg- 
ular 10c sale price 

7$c Apron Gingham, 
sale price, per yard 

Ladies' Shoe 

and Low Cuts 

$4 00 Ladies' Shoes or QQ 
Low Cuts, sale price ^b.vO 
$3.00 and $3. 5u Shoes or Low Cuts 

sale CO OA 

price fk.L*f 

$2.50 and $2 75 shoes or£ 4 7Q 
Low Cuts, sale price m I ■ I W 

$2.00 Shoes or Low £4 ftQ 
cuts, sale price ^ I .£w 

$1.50 and $1.75 Shoes or QQ- 
Low Cut, sale price vOv 

Children's Shoes 

or Low Cuts 



All Ch 



1 en 



She 



must be sold for LESS THAN 
COS I 

■ 

Men's Shoes 

. Or Low Cuts 

$3.28 
$2.38 
$1.78 
$1.29 



$4.00 and $4 50 Men's 

Shoes or Low Cuts , . 
$3.00 and $3 50 Men's 

Shoes or Low Cuts. . 
$2-50 Shoes or Low 

cuts sale price 

$2 OO Shoes 

sale price « . 



Towels 



Regular 10c Towels M ^ 

sale price , . .. .1C 

Regular 15c Towe!s 
sale price ■ 

Regular 2."k I < wels 1 9#% 

sale price I L.C 

Bed Spreads . 

$2.50 Bed spreads ' £4 JQ 
sale price ^ I .10 

$2 00 Bed spreads £4 4Q 
sale price ) I ■ I W 

$1.75 Bed spreads QQ*% 
sale price wOw 



Overalls- -Overalls 

99c 
39c 



11.00 Overalls 
sale price . . . 

50c Overalls 
sale price. . . 



Sheetings 

9- 4 Peppercl Sheeting OOa 
►a e price CbC 

10- 4 Fepperel Sheeting OOj% 
Brown sale price.... ££v 



Lace Curtains 



$2 00 Lace Curtains 
sale price, per pair. 

$1.50 Lace Curtains 
sale price, per pair . 

$1.00 Lace Curtains 
sale price, per pair. 



98c 
69c 
48c 



Ladies' Shirt Waists 

$2 00 Ladies' Shirts £4 4 Q 
Waist \ sale price ■ • ^ I lw 

$1.50 Ladies' Shirt Waist QQ — 
sale price OwW 

85c Ladies' Shirt Waists, JQ- 
sale price "?0 C 



Trunks-Trunks 

A big line of trunks at HALF PRICh 

Men's Hats 

$3.50 Men'- Hats in all£4 QQ 
m vies and Shapes. . ^ I .wO 

99.00 and $2 50 Men's QQ _ 
Hats, in all styles wOC 

Children's Dresses 

One lot Children's Dresses, regular 
price 85c, sale M Q _ 

pf'« 4wC 

' 

Laces and 

Kmbroideries 

it to 19c 

according to kind and width. Get 

your share. 
^~™™"- — — — « — — ™ - 

Men's Socks 

25c Men's Socks, 4 q 

sale price | qQ 

t5c Men's Socks, 0*% 
sale price «JC 

K'c Men's Socks, €k 
sale price f C 



Underwear For Men 

39c 
19c 



Regular 50c garments, 
sale price 

Regular 25c and 36c gar 
ments, sale price 



Linens Linens 

14!c 
19c 



20c and 25 Linen in all 
colors, sale price 

25c and 35c Linen in all 
colors, sale price 



Millinery 

A Big Line of Ladie's and 
Childrens Hats at Half frioe. 



Notions 

Brass Tins, sale price, 

per paper 

Hooks and Eyes, sale price 

per dozen 

Pearl Buttons, sale price, 

per dozen 

Safety Pins, sale price per 

dozen „ 

Canvas Gloves, sale price, 

P<r pair 



■% * # v K * ■ 

40|Yards of Good Calico in Remnants During This Sale at 69c 



Hippie's Building, Next Door 
to Dunkerson's Grocery 





